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SERVICE SPECIFICATIONS 


INSTRUMENT PANEL/METER 


INSTRUMENT PANEL/METER 

TORQUE SPECIFICATION 


Part Tightened 

Nm 

kgfcm 

ft-lbf 

Instrument Panel Reinforcement x Passenger Airbag 

20 

204 

15 
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